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The Honorable Wayne Morse! 
United States Senate = 
Washington 25, D. c. 


Dear Senator Morse: 


Thank you for your letter of 5 October 1955 concerning the 
problems of sewege facilities and access roads in connection with 
the possible location of our proposed nex headquarters building at 
Langley, Virginia. 


The very best information I have which is responsive to your 
questions is contained in a report which I have just received from 
Clarke & Hapuano, consalting engineers and landscape architects, 
whe were engaged to study and make recomendations concerning the 
location of our proposed new building. ‘They havea recommended the 
Langlay site and I am enclosing herewith a copy of an attachment 
to their report which deals with the problems of traffic, roadways, 
sewage, etc. “hile they have recommended a mumber of improvaments 
to the arterial system in the general area, they have coneluded 
that "the various Potomac River bridges for the enticipated periods 
of CIA car movement with their rated capscities, including the in- 
proved Key Bridge, indicate sufficient capacity to accommodate the 
increased load. The completion of the proposed bridge at Consti- 
tution Avenue and the completion of the George Washington Memoricl 
Parkway should insure adequate capacity for some time." It, there- 
fore, doses not appear that the location of our building at langisy, 
in amt of iteelf, would have an immediate impact on the badgat of 
the District of Colunbie. 


the Board of Supervisors of Fairfax County have assured us 
that a sewage system to accommodate our headquarters will be avail- 
able prior to the completion of our building. They have two plans 
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under consideration, one of which would entail the construction 
of 2 sewage line to the presently proposed plant on Pimait Qn. 
The alternative would be the construction of a new plant involv- 
ing the installation of about 4,600 feet of 15" outfall to a 
point downstream from the Little Falls Das. Fither solution 
would provide primary and secomiery treatment of the effluent. 
The U. 5S. Army District ‘ngincer has advised us that the Corps 
of Engineers would interpose no ba haa to either of these ar- 
rangements. 


I am deeply grateful for your interest in providing an ade- 
qaate heedquarters building for the Central Intelligence Agency. 


Sinecersly yours, 


Bal 
Allen W. Sulles 
Direetor 
1 imei. 
Appendices to "Report on the 
Proposed Location for a Hew 
Headquarters for the Central 
Intelligence Agency." 
BPS:HSC: CONGUE 


Rewritten:DD/S:1KW:laq (13 Oct 55) 
Rewritten:DD/S:1KWslaq (2 Nov 55) 
Distribution: 


0& ; - sede ees Deputy Director 
= Es OUnN e ru * Su ort 
ol E.R. W/hasse ( a ) 
1 = DCI 
1 = D/log 
1 - C/BPS T. B. KIRKPATRICK 
2- DD/S Inspector General 
oes 


Approved For Release 2003/03/28 : CIA-RDP80R01731R001600090026-2 


NGv? 1995 


STAT 


4OHN SPARKMAN, ALA. BOURKE B. HICK' PER, IOWA 
HUBERT H. HUMPHREY, MINN. WILLIAM LANGER, N. DAK. 


» MIKE MANSFIELD, MONT. WILLIAM F. KNOWLAND, CALIF. + { a { 
ALBEN W. RARKLEY, KY. GEORGE D. AIKEN, VT. io] Cnife cx Ce Cra g be sp 

WAYNE MORSE, OREG. HOMER E. CAPEHART, IND. ee ote fee se bs 

COMMITTEE ON FOREIGN RELATIONS cs ge Nee 


Pasta 
F. GEORGE, GA., CHAIRMAN Rrecutive 
“riovone Epancia erty m4 sp - CIA-RDP80R01731R001600090026-2 % 
- Eat rhonter, AAPPYOVEL-EREI@lease 2003/03/28 : CIA-R ile ' £-O8Z 


FRANCIS 0. WILCOX, CHIEF OF STAFF 


Jetober 5, 1955 


hr, Allen W. Dulles, Director 
ventral Intelligence Agency 
lashington 25, D. C, 


Dear Mr, Dulles: 


As a member of the Senate Committee on the District of Solumbia 
which has, as you know, to concern itself with general legislative oversigh+ 
ot the affairs of the District, I would be grateful for Some further en- 
lightenment on two matters concerning the proposal, which has been oublicized 
in the newspapers, to locate the new headquarters of the CIA on a Site at 
Lengley, Virginia. 


The first concerns the Potomac River, You may have observed in 
the press my concern about the present state of the River; this fine strean 
has degenerated into an open end dangerous sewer, It is my understanding 
that adequate sewage facilities are not presently available in and around 
Langley, and I would appreciate any information you can properly give me 
concerning sewage arrangements that might be made - their approsimate cost, 
the kind of treatment to he given, and the like, It appears to me imperative 
that the Government be the first to do what it can to avoid further pollution 
of this once-handsome watercourse, 


The second concerns access roads. The press has reported that 
increased traffic caused by locating these headquarters at Langley would, 
in the judgment of District officials, require the double-decking of Chain 
Bridge; I assume that the access roads to Chain Bridge would require widening 
to carry the increased load. Can you give me any figures concerning the 
cost of these improvements as they relate to the District of Columbia budget? 
While I recognize your imperative need for an adequate building, it is also 
true that the District is woefully behind in much-needed capital construction 
and I would be erateful for any information disclosing what the impact of 
these additional costs would be on the budget of the District of Columbia. 


I shall appreciate any information you may be able to supply. with 
respect to these inquiries. I assure you that my questions are prompted 
by my deep interest in the affairs of the District of Columbia. 
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wayne Morse 
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